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-9005220400 Safety evaluation supporting Amend 160 to License DPR-59.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/18. 2pp.
53899:216-53899:217.

9005240100 Forwards info re outstanding issues from safety evaluation supporting
Amend 120 to License DPR-59 re reliability of manual bus transfers between onsite &
offsite power supplies.Meeting requested to discuss outstanding issues.
LABARGE.D.E. Project Directorate 1-1. 90/05/18. BRONSJ.C. New York Power Au-
thority (formerly Power Authority of the State of New York). 2pp. 53923:334-
53923:335.

Q. inspection reports, 8E Bulletins & correspondence

9004230416 Advises that util 990129 IGSCC insp plan for 1990 refueling outage re re-
duction of welds meets guidelines of Generic Ltr 88-01 & acceptable,
LABARGE.D.E. Project Directorate 1-1. 90/04/11. BRONS.J.C. New York Power Au-
thority  (formerly Power Authority  of  the  State  of  New  York).  2pp.  53559:007-
53559:008.

9004270093 Forwards Insp Rept 50-333/90-01 on 900125-0311 & notice of violation.
LINVILLE.J.C. Region 1, Ofc of the Director. 90/04/12. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 2pp. 53634:259-
53634:275.

-9004270101 Notice of violation from insp on 900125-0311.Violation noted corrective
actions taken in response to 890803 NRC discovery that senior reactor operator failed
to maintain control room command not adequate to prevent repetition.

*  Region 1, Ofc of the Director. 90/04/12.1p. 53634:261-53634:261.

-9004270107 Insp Rept 50-333/90-01  on 900125-0311.Violation noted.Major areas
inspected:plant         operations.radiological         protection,         surveillance         &
maint.security.engineering & technical support & safety assessment/quality verifica-
tion.
MEYER.G.W. Region 1, Ofc of the Director. 90/04/11. 14pp. 53634:262-53634:275.

9004250036 Forwards Safety Insp Rept 50-333/90-13 on 900220-0302 & notice of
violation.Insp covered fire protection program & related activities.Ack receipt of
890921 Itr re findings of SSFI conducted by NRC in May 1989.
HODGES.M.W. Region 1, Ofc of the Director. 90/04/13. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53600:174-
53600:189.

-9004250043 Notice of violation from insp on 900220-0302.Violation noted:Procedure
PSP-7, "Diesel Fuel Oil Sampling & Analysis" not revised to reflect new Ilimits for
water & sediment & ash as stated.

*  Region 1, Ofc of the Director. 90/04/13. 1p. 53600:177-53600:177.

-9004250046 Insp Rept 50-333/90-13 on 900220-0302.Viplations noted.Major areas
inspected:licensee fire protection/prevention program activities.
KOSHY.T., LARA.J.F., ANDERSON.C.J. Region 1, Ofc of the Director. 90/04/02.
12pp. 53600:178-53600:189.

9005010021 Forwards Enforcement Conference Rept 50-333/90-12 on 900409.
BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/23. FITZPATRICK.J. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53669:196-
53669:298.

-9005010025 Enforcement Conference  Rept 50-333/90-12 on 900409.Major areas
discussed:findings of Insp Rept 50-333/90-12 & 900308 incident involving personnel
contamination w/high-specific activity Na-24.
O'CONNELL,P. Region 1, Ofc of the Director. 90/04/20. 38pp. 53669:199-53669:236.

-9005090114 "Calculation of Gamma Skin Dose for Na-24 Skin Contamination Inci-
dent"

SYKES.J. Porter Consultants, Inc. PCI-TR-323. 90/04/04. 61pp. 53669:237-
53669:298.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005080175 Forwards Safety Insp Rept 50-333/90-15 on 900409-13.No violations or
deviations noted.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/26. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 2pp. 53756:344-
53756:352.

-9005080178 Insp  Rept  50-333/90-15  on   900409-13.No  violations  or  deviations
noted.Major areas inspected:emergency preparedness program.emergency response
facilities.actions on previously identified items & mgt control & organization.
FOX.E.F., LAZARUS.W.J. Region 1, Ofc of the Director, 90/04/26. 7pp. 53756:346-
53756:352.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint"
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cernent Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005100307 Forwards notice of denial of amend to license & opportunity for hearing re
proposed change to Tech Spec 4.6.F.2 to eliminate augmented inservice insp of main
steam & feedwater piping welds.

LABARGE.D.E. Project Directorate 1-1. 90/05/04. BRONS.J.C. New York Power Au-
thority (formerly Power Authority of the State of New York). 3pp. 53809:330-
53809:334.

-9005100309 Notice of denial of amend to license & opportunity for hearing re pro-
posed change to Tech Spec 4.6.F.2 to eliminate augmented inservice insp of main
steam & feedwater piping welds.
CAPRA.R.A. Project Directorate 1-1. 90/05/04. 2pp. 53809:333-53809:334.

9005150100 EN-90-054:on 909510.notice of violation & proposed imposition of civil pen-
alty in amount of $75,000 will be issued to licensee.Action based on radiation overex-
posure to thumb of employee on 900308.

TROSKOSKI.W., LIEBERMAN.J. Ofc of Enforcement (Post 870413). 90/05/07. 1p.
53874:059-53874:059.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160042 Forwards Insp Rept 50-333/90-02 on 900312-0425 & notice of
violation.Violation involves failure to perform adequate survey prior to refuel floor
work.

LINVILLE.J.C. Region 1, Ofc of the Director. 90/05/09. FERNANDEZ.W. New York
Power Authority (formerly Power Authority of the State of New York). 3pp. 53836:159-
53836:186.

-9005160047 Notice of violation from insp on 900312-0425.Violation notedsurveillance
testing did not ensure satisfactory in svc performance of HPCI sys.
MEYER.G.W. Region 1, Ofc of the Director. 90/05/09. 1p. 53836:162-53836:162.

-9005160057 Insp Rept 50-333/90-02 on 900312-0425.NO violations noted. Major
areas   inspected:plant   activities   during   day   &   backshift   hours   inc!uding:plant
operations.radiological protection,surveillance & maint & emergency preparedness.
MEYER.G.W. Region 1, Ofc of the Director. 90/05/09. 24pp. 53836:163-53836:186.

9005160143 Responds to NRC 900410 Itr re violations noted in Insp Rept 50-333/90-
11.Corrective actions:mod error corrected.new transmitters installed & mod proce-
dures to be revised to assign responsibility for calibr points value calculation.
FITZPATRICK.J. New York Power Authority (formerly Power Authority of the State of
New York). 90/05/09. Document Control Branch (Document Control Desk). 8pp.
53854:136-53854:143.

9005040137 NRC Info Notice 90-034. "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005160090 Discusses Radiological Controls Insp Rept 50-333/90-12 on 900314-15 &
forwards notice of violation & proposed imposition of civil penalty in amount of
$75,000.

MARTIN.T.T. Region 1, Ofc of the Director. 90/05/10. BRONS.J.C. New York Power
Authority (formerly Power Authority of the State of New York). 5pp. 53851:301-
53851:309.

-9005160093 Notice of violation & proposed imposition of civil penalty in amount of
$75,OOO.Violations noted:radiation & environ svcs technician received radiation expo-
sure to thumb of 48.8 rems while working in sample sink area of radwaste bldg.
MARTIN.T.T. Region 1, Ofc of the Director. 90/05/10. 4pp. 53851:306-53851:309.

9005230074 Responds to NRC 900413 Itr re violations noted in Insp Rept 50-333/90-
13.Util requests that notice of violation be withdrawn & reclassified as deviation & that
submittal of inaccurate info be considered isolated case.

FERNANDEZ.W. New York Power Authority (formerly Power Authority of the State of
New York). 90/05/14. Document Control Branch (Document Control Desk). 4pp,
53902:358-53902:361.

9005240191 Responds to NRC 900412 Itr re violations noted in Insp Rept 50-333/90-
01 .Corrective actions:disciplinary actions taken & job performance counseling provid-
ed re responsibilites for control room operations & command in control room.
FERNANDEZ.W. New York Power Authority (formerly Power Authority of the State of
New York). 90/05/14. Document Control Branch (Document Control Desk). 2pp.
53908:102-53908:103.

9005230097 Responds to NRC Bulletin 90-002, "Loss of Thermal Margin Caused by
Channel Box Bow." Channel boxes not reused after first lifetime.Methodology devel-
oped by GE, vendor for plant, used to account for channel bow.
BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New
York). 90/05/16. Document Control Branch (Document Control Desk), 2pp.
53915:357-53915:358.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.CR-4551 V5P2R1. 90/06/30.
